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TECHNICAL INFORMATION 


TYPE NO 

IN/FB/ES2800/1850 


TYPE 


All 2800 and 1850 machines 


T.I.-NO 
... 08/00 


SERIAL NUMBERS 
AFFECTED 


From ca. 1st July 1999 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


New cup drop tube 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENTS CONCERNED 

Omitted: Cup drop tube, mount. 

Cup drop tube with slide 
Bracket for cup drop tube 

New: Cup drop tube, mount. 

Cup drop tube with slide 
Bracket for cup drop tube 


Part No 30787600 
Part No 30827800 
Part No 30783300 

Part No 30885900 
Part No 30885800 
Part No 30871600 


MODIFICATION 

A new cup drop tube has been introduced to the entire range of 1850/2800 machines. 
As the new cup drop tube demands a different mounting, the bracket for cup drop 
tube has been changed too. 

REASON 

The hooks of the old cop drop tube tended to break off. The modified cup drop tube 
has been provided with protroding knobs instead. 

REPLACEABILITY 

The new cup drop assembly is not interchangeable with the old design, meaning that 
if the cup drop tube is to replace the old one with hooks, you must always order 
bracket for cup drop tube - Part No 30871600 simultaneously. 
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